HUGHES a CO., INC., MECHANICVILLE, 


POST CARD 


PLACE 
ONE CENT 
STAMP 
HERE 





Moores Bridge. Rip Van Winkle Trail—296 C. M. 




Catskill Mts., N. Y. 



